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Gallery from east entry lobby with finished hardwood floor 








Drop-in room with furniture 





Drop-in room with furniture 





Stair #3 rails at gallery 





Stair #3 rails at gallery 








Gallery from 1* floor elevator lobby 








Library with furniture 





Library with furniture 





Maple Street entry canopy with copper edge 





th copper edge metal 


Maple Street entry canopy w 





th copper 


Maple Street entry canopy roof w 


